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In 19*^8, aTailade oiectrlc power was divided In the following nsanner': industry, 
61 .9 percent; transportatloii, £.4 percent; dcaestlc and public Illumination, 5-7 
percent; agricultural »a trad© eaterprleea, 14.2 percent; lossea In eyatsaifl, 

1^ .8 percent • 


The Fire-Tear Plan (19*9 - 1955) for the power econonu envleagea further 
increase in the Yorklng force by approximately 6,200 men (i September 194^ 
59,6 oO perBOHB were employed In the power econcsQi^), that is, an lnoreaf*e cf 
3 4 percent oompared with 1946. The cost of production poi’ worker In 1953 
decrease by 65 percent In regional electric statlonB and by 12 percent at 
factory electric statlcns In ooapsrlscn with 1948. According to the plan, 

7.556.000. 000 kllouatt hours should be generated In 1948 In Czechcelovakla, 
Including 3;> 521,000, 000 kilowatt hofure at State regional electric stationa and 

4.235.000. 000 klioiratt hours In factory electric otatione. A total of 

6.748.000. 000 kilowatt hours mast be generated la the Czech Provlacee, and the 
resAtnln^ 808 million In Slovakia. Goneratlt'n of 11,200,000,000 kilowatt 
hours la plannei for 1953 • 


In the course of fulfilling the Two-Year Plan, 6,663,000,000 v-*'- att 
hours were generated In 1947 (98.5 percent of the plan), and from January to 
October 1948, 6,066,000,000 kilowatt hours were generated (101.4 percent of the 
plan). The output of electric power for 1948 exceeded that of 1946 by 55 percent. 
In 1953, it should Increaee by 48 percent In comparison with 1948. 

The coEistructlan of hydroelectT*lc atatlons and dans on the Vltava River 
in Stechovlce was completed In 1948. To utilize the entire course of the 
Vl^tava river, a plan has been drawn up for a dam and hydroelectric station in 
Slapy with a power of 120,000 kilowatts, which will produce three times more 
oieutric poww laeui the Stechovlce erne. Then a dan and electric station will 
be ccnstructed in Kanyh near onik. A total of 16 hydroelectric statics « 
the Vltava, Vah, and Hltra rivers are to be constructed according to the Five- 
Year Plan . 
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The ganeratlqn of electric Cower will also he Incraased by the construction 
of a nmher of new theiTBoeiectric sta^ Including a 2U0, 000 -Icilowatt station 

in Kcittorany, a 150>00Qr3cilo^ station In Trebpvlce, and a lU5>OQ0-kllovatt 
station In F^knor . 

■ ^ to the plan, 2 blliion cfowna {kO million dpllarB) will be 

inTeated In the electrification of 2>500 Tlllagefl and populated points, 1,000 
of which will be In Slovakia , 
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